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BILL NO. S-76-09- 

SPECIAL ORDINANCE NO. S- ]')% (g 

AN ORDINANCE approving a contract 
with Falk Co. for the purchase of 
materials necessary for the Sludge 
Collectors at the Filtration Plant 


BE IT ORDAINED BY THE COMION COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated August 31, 1976, 

between the City of Fort Wayne, by and through its Mayor and 

the Board of Public Works and Falk Co. for: 

Falk Reducer M. O. 5310-3647-2KRZ5-21AS 

Replacement for unit. Model 2EB516AS 

21 ABC X 10625-2 Comb Y, M. O. 52103647 

clockwise. $3,035.96 

Falk Reducer M. 0. 5210-3646-2KRZ5-21AS 
Replacement for unit, model 2EB516AS-21 
ABC X 10625-1 Comb Z, M. 0. 53103646- 
counter clockwise. Ref. 76G833-757 

$3,035.96 

TOTAL: $6,071.92 

all as more particularly set forth in Purchase Order 8223 and 
which is on file in the office of the Department of Purchasing 
and is by reference incorporated herein, made a part hereof and 
is hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 




APPROVED AS TO FORM 

ANDLF' 









Read the first time in full and on motion by , seconded by 

and duly adopted, read the second time by title and referred 


to the Committee on 


(2^ 


(and the Cit y Plan Coim ii t a oioB -JEor 


nnr 1 P ii Mi i TTi^ - Trl fi ^ TO Tii liilil \ Urr rhir leg al r,r,t]nc. ^ ot Council 


ChambersT Cliy-county Building, Fort Wayne, Indiana, 
of _ , 1976,-ftt — 


_, the day 


DATE: 




CITY CLERK 

Read the third time in fxill and on motion by 




seconded by ^4-<'pr\r 


PASSED C'LOfl'P-) by the following vote: 


and duly adopted, placed on its passage. 


TOTAL VOTES 




cy 


NAYS 


o 


SCHMIDT, D. 
SCHIMDT, V. 
STIER 
TALARICO 






DATE: \0-(3l-7Gp 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as (ZeNiNe^ft^^ ^ OFNEfiAI ^ (- ANMEXATION >-f SPECIAL) C APP ROr RmiON) 

ORDINAg^C^h jtl^aEyTm^O No.S'H^-lC on the day of Oc3^., 1976. 

■A’'rVES^*v> f SEAL) — 



PR] 




:ng bF&j 


Mayor of the City ofl^ort Wayne, Indiana, on the_V^^^ 
day of _, 1976, at the hour of ) j o 'clock M . ,E.S.T. 


CITY CLERK 


Approved and signed by me this 


d ay of 










































































































Bill No.S -76-09-44 


. CITY UTILITIES 


We, your Committee on 


REPORT OF THE COllMITTEK ON _ 

City Utilities _ to whom was referred 


approving a contract with Falk C., for the purchase of materials necessary for the 

SIudge Collectors at the Filtration Plant 


have had said Ordinance under consideration and bag leave to report bac^to the Common 
Council that said Ordinance - EASS. 








































Memomndum 

J.F. Morreale, Supt. City Utilities _ /iugust 31, 1976 

Ruth VJinget, Purchasing Department 
Sublect Quote Uo. 941 _ 


COPIES TO: 



Herewith are quotes #941 relating to Purchase Order No. 8223 
which is prepared favoring Falk Company. 

Two vendors were invited to quote, Falk Company being the 
lowest. 

Attached are the follou'ing documents in support of the 
recomm.endation for acceptance of Falk Company* 

1. Filtration Plant Requisition. 

2. Purchasing Department Memorandum. 

3. Falk Co. and Pov'er Hose Couplings quotes. 

4. Purchase Order #8223. 

It is urged that in referring this quote to the City Council 
for enactment of an ordinance, that all of the attached 
items, together with this memorandum (or copies) be included 
V7ith the proposed ordinance. 

Please make sure that no confirming Piirchase order number 
is given to Falk Company until evidence of Council approval 
is furnished to the Purchasing Department. 


Rutli Winget (J 




^ 















©DW (Q)[F 

CITY UTILITIES 


r 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 

Falk Co. 

Box 492 

Milwaukee, Wise. 53201 


L 


n 


j 


ORIGINAL 

PURCHASE ORDER NO. 


8233 ' 


DATE. 


August 


Tnis number must appear on each pack 
age, packing slip, invoice, bill of lading 
express receipt and correspondence. 

31. 1976 


Filtration Plant 
Grisv/old Drive 
Fort Wayne, Indiana 


MAIL ALL invoice's,TO- 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Falk Reducer M. O. 5310-3647-2KR25-«21AS 
Replacement for unit, Model 28 2EB516AS 
21*ABC X 10625-2 Comb Y, M. O. 52103647 
clockwise 

Falk Reducer M. 0. 5210-3646-2KRZ5-21AS 

Replacement for unit, .Model 2EB516AS —21 
ABC X 10625-1 Comb Z, M. O. 53103646- 
counter clockwise. Ref. 76G833-757 


Ship: 2 4 weeks ^ 

Net 30 days 
- 0///5^/P'aui>ee 

ife/'John Stober, Milwaukee 


.$3,035 


$3,035 



Crf ■■ / ' v'" 'A 

SUbSsCT; TO COUNCIL>TANTOjAPP?LO-V4i;._. . _ 

Show 


ATT! 


ntion 


RW/bk #407 


Invoices 
.h Floor, 

1 £ 
V\/ayn 
p. O. Nu 
IhvoicQ. 


Fort ' 


to Gener: 
(hity-CoutV 
Main St. 
!, Indiana 
jbar on 


;U Agcouo 

,y Bida^ 

46802 
lAvcKing S 


ing 



NOTE: TERMS OF PAYMENT MUST BE SHOWN ON f 


mCe. otherwise 





















DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne# Indiana 46802 


'y.D. 


Date August 11, 1976 _. Request for Quotation No. 

To be considered your quotation must be received by_ m. August 23, 197 6_ 

^Q. Falk Co. 

Box 492 

Milwaukee, V^isc. 53201 


quantity 

Unit 



Unit 

Price 

Trade 

Disc. 

Extensiol 



Combination Longitudinal & Crosscollector 
Units. 






First Section - Same except for M 
on Primary & Secondary Tanks. 

aO. Number 






Second Section - Same for Primary 
Tanks 

& Secondari 






See Attached sheet. 







Mark Bid Envelope, 

"Quote No, 0 4^0 Due Date 


TCXl 

AL 


Terms - 



Signed_ 



Date 

O.B. - 




Shipping 
Schedule ~ 


/Ruth / 

V. Winqe 

t - B< 

^er 

S.h.i>>ping 


Director of Purchases 



























One Main Street 
ort Wayne, Indiana 46802 


*■<0_ AU'i n:; I 


> ijo con.' 


Ml i wiu 


01 

! , 19 7 6 _. Request for Quotation No> 


your quotation must be received by_ M. septeraher ^X97^ 


, Wise, 5 i O'M 


ncrare 'fracle' 





































y^o/z. I 

Cajtf0/jiyAr/y>A/ /aA/(5-/rcyp//PC9Ji /CAcsscai^Ecrg^ ^/rs 

£'i<.c£:j>T 

/v/esr S£cr/aA/~S/}Me'^/^/? /^/MA^yf S£'c^iMi^‘^/7y' 


X/^P^zs'-z cc/W^ y 

/yfa£>£:z z /Zs - z/ypsc 


Z £-S^/6 

A7iC/* s3/fi3^y7'-' S£:c.r^iif/y 

X-.AA^. (Z. & 


-^3 

/f/9r/a ZeaS" 


S^'caA/O SjCC77aA/— /5y. /^yMAZy 'TZAZ/CS 


X/Z&ZS'-/ OOa^aS -Z. 

AJ<py£'z Z ^^S'/£/9^ — Z/X^O 


Muze-z z xyx aZS 

/iy,(p, /Z^r^ <^3 

X.P.Al. z,y zyAT/a z^/zs" 


&^zAA^y&zAZ3'!:Ar<^ c^<^a^7u^Arp<2Z_^3^m^>r 
Z!^^At/^AJ^C^ey c^rXyn/AZZ" Ti^ ZtkA<^^7^iZi 


'■ , / 


z'yvo ‘^r ’’c'>''-■' 
SJ^ At / 


y9A: 


















POWER »HOSE COUPUNOS, INC. 

FORT V/AYNt, SNDfANA 
219-423-9461 Pho;ie: 


Box 5430 


3115 Pittsb-r 

■'',:-46'8'Q'.3'V::-," 


Date: 7-29-76 


n. 


City of Fort Wa.yne 
Filtration Plant 
Dwenger Ave. 

Fort Wayne, Indiana 


L; 


• io re«»®nis.# 't© yeur inqiitry, we submit the f©ll®wiiig i|«otati©ns 


oifANm-v 

DESCRirnOM , 


DELIVERY [1 

PRICE 



Per Attached List 





Falk Reducer* Mo. 521G“3547~2KR25“21AS 


4,148 

. 5 7aa 

i-t 

Falk Reducer Mo. 5^210™3646~2KRZ5-21AS 


4,148 

.57ea 

, ■■ 

Eall^--Re4u-ser--Mo,.- 5-3-10^6 04"2-2-KR-Z-&-?-lAS- 


4-3:4-®- 

r-6-7ea 





it 

l' 

1 


Note: Price subject to price escalation, to price- 





in effect at time of shipment 





cc: Ed Robbins 




! 

T.rms! , ■ 

1 F. O. B. 

Routing 



net-36 days 1 Milwaukee, Wis. 

Del: 36”38 v^eeks 




PRICES SUBJ*3CT TO ACCEPTANCE 
WITHIN -__ DAYS. 


^..-^WER-HOS^COUP^OS, ^NC. 

Ron Lsrch, President 


RL/ga 





















TIiL£ OF ORDIMAflCE . ^F ECIAL-QRDINANCE - city Utllltlp.R Pumhasp. Ordftr 822 .^ - Falk Comp any 

[ERAirrf'Efd REQUESTING ORDINANCE ROAFn of pttbt.ic works 


-t- 


SYNOPSIS OF OPT)INANCE city utilities Purchase Order 8223 to Falk Company in amount 

of $6,071.92 covers the proposed purchase of two (2) Gear Drive Units for the 
Sludge Collectors at the Filtration Plant. These are replacement units and only 

Falk units can be used. 


Two quotes were requested from the only companies handling the equipment as 

follows: 


Falk Company 


$6071.92 


Power Hose Couplings 


(SEE COPIES OF QUOTATIONS ATTACHED) 


EFFECT OF PASSAGE Provide needed replacement parts for sludge collectors 


EFFECT OF NON-PASSAGE Possible failure of worn equipment 


INONEY INVOLVED (Direct costS/ Expenditures/ Savings) cost to water utility - $6.071 .92 


.ASSIGF'B TO COmiTTE 





























